DESCRIPTION While- o 

odorless crystalline powv.-r 


*Me 


NDC 38779-0144-9 


2&MEDISCA' 

TO ORDER CALL: 1 (800) 932-1039 

METHYLPREDNISOLONE 
ACETATE, USP (Micronized) 


1 kg 

For use and distnbution in prescription compounding 
manufacturing, processing or repacking only in 
accordance with FDA regulations and applicable law 


STORAGE Preserve in tight 
light-resistant containers Store at 25T 
excursions permitted between 15 am 
30°C 


Lot: 81113/A 
Exp: 09/16 
Cas: 53-36-1 

See Material Safety Data Sheet 


